HOLIDAY INN MOTEL 


Amarillo 



Texas 


U. S. Hwy. 60 & 66 

Amarillo's Most Outstanding. Individually controlled year 
around central air conditioning. King size Gyramatic 
mattresses. Room phones, Radio and TV Tiled showers 
and tub comb. Heated Swimming. Fine Food. Mr. & Mrs. 
Dell Jones, Mgrs. Phone DRake 4-5223 




Pub. by W. L. Boswell, Nashville. Tenn. 

•1803 , 

fUrUt* -IN# 


Genuine Vlatuial CotoU JMade by Wextex 3?uss, Snc., ^Mest Vlyack, V2. 
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